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27 February 1963 


MEMORANDUM FOR : Assistant Direct or /OS A 


SUBJECT : Electronic Equipment Compatibility with 

OX within a Nuclear Radiation Environment 

REFERENCE : Memorandum tor Assistant Direetor/OSA 

from Assistant Deputy Director (Research) 
r\r\z a A date d 8 February 1963, subject as above, 
25X1 A | [ -0043-63 


The Development Division/OSA has had conferences with 
l l of GED concer ning reference mem orandum 

and plans are underway to have I ~1 vi sit Lock- 

heed c oncerning this requirement. Messrs. I I and 

I also are pursuing this requirement in conjunction 
with r~ l We will keep you abreast of develop- 

ments. 



JOHN PARANGOSKY 
Chief, Development Division 
(Special Activities) 


cc : ADD/R 


John Parangosky :C/DD/OSA:hmJ (27 Feb 63) 
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